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Tensile bond strength of a composite resin cement for bonded 
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Composite resins 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 
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Dental arch 
Reliability of antagonistic arch impression in dental prostheses: 
clinical evaluation of different preimpression preparation 
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Adsorption of salivary proteins onto prosthetic titanium com- 

ponents (Kohavi et al). 1995;74:531-4 
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A time-saving method for performing a clinical remount proce- 
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In vitro changes in clips and bars used to retain implant over- 
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Retentive bar overdenture clip replacement (Williamson). 1995; 
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Denture, partial 

Twelve-month results of a clinical wear study of three artificial 

tooth materials (Lindquist et al). 1995;74:156-61 
Denture, partial, fixed 

A bonded provisional fixed prosthesis to be worn after implant 

surgery (Breeding and Dixon). 1995;74:114-6 (Tips) 
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Evaluation of detail reproduction for three die materials by us- 
ing scanning electron microscopy and two-dimensional pro- 
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partial denture master working cast (Hochstedler and El- 
liott). 1995;74:198-201 
A new procedure to reinforce fixed provisional restorations 
(Hazelton and Brudvik). 1995;74:110-3 
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Effects of groove placement on retention/resistance of maxillary 
anterior resin-bonded retainers (Saad et al). 1995;74:133-9 
Relationship between sandblasting and composite resin-alloy 
bond strength by a silica coating (Mukai et al). 1995;74:151-5 
Denture, partial, removable 
Gingival recession related to removable partial dentures in 
older patients (Wright and Hellyer). 1995;74:602-7 
The modified swing-lock: a new approach (Sadig and Fahmi). 
1995;74:428-31 
O-ring coping attachments for removable partial dentures (Lee 
et al). 1995;74:235-41 
Denture bases 
Bond strength of permanent soft denture liners bonded to the 
denture base (Emmer et al). 1995;74:595-601 
Finite element analysis of stress distribution at the tooth-den- 
ture base interface of acrylic resin teeth debonding from the 
denture base (Darbar et al). 1995;74:591-4 
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Denture identification system (Coss and Wolfaardt). 1995;74: 
551-2 (Tips) 
Denture liners 
Bond strength of permanent soft denture liners bonded to the 
denture base (Emmer et al). 1995;74:595-601 
Dynamic viscoelastic properties of processed soft denture liners: 
Part Il—effect of aging (Wagner et al). 1995;74:299-304 
Precise trimming of soft lining materials with a hot instrument 
(Calverley and Konopka). 1995;74:202-3 (Tips) 
Release of asbestos fibers during casting ring liner manipula- 
tion (Davis). 1995;74:294-8 
Wettability of denture soft-lining materials (Waters et al). 
1995;74:644-6 
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Transverse bond strength of repaired acrylic resin strips and 
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(Lewinstein et al). 1995;74:392-9 
Denture retention 
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thetic retaining screws (Jaarda et al). 1995;74:373-9 
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Masseter muscle activity in denture wearers with superior and 
poor masticatory performance (Garrett et al). 1995;74:628-36 
Dextrans 
Macromolecular leakage beneath full cast crowns. Part I: the 
diffusion of lipopolysaccharide and dextran (Coleman). 
1995;74:187-97 
Diagnostic imaging 
Comparison of two-dimensional orthoradially reformatted com- 
puted tomography and panoramic radiography for dental im- 
plant treatment planning (Lam et al). 1995;74:42-6 
Dies 
A comparison of three wetting agents used to facilitate the 
pouring of dies (Millar et al). 1995;74:341-4 
Comparison of transverse strength and dimensional variations 
between die stone, die epoxy resin, and die polyurethane resin 
(Derrien and Sturtz). 1995;74:569-74 
Evaluation of detail reproduction for three die materials by us- 
ing scanning electron microscopy and two-dimensional pro- 
filometry (Derrien and Le Menn). 1995;74:1-7 
A method to position replacement dies accurately on a fixed 
partial denture master working cast (Hochstedler and E]- 
liott). 1995;74:198-201 
Diffusion 
Macromolecular leakage beneath full cast crowns. Part I: the 
diffusion of lipopolysaccharide and dextran (Coleman). 1995; 
74:187-97 
Disinfection 
In-depth disinfection of acrylic resins (Chau et al). 1995;74: 
309-13 
Surface characteristics of polyether and addition silicone im- 
pression materials after long-term disinfection (Lepe et al). 
1995;74:181-6 


Complete dentures for a child with hypohidrotic ectodermal 
dysplasia: a clinical report (Ramos et al). 1995;74:329-31 


E 
Ectodermal dysplasia 
Complete dentures for a child with hypohidrotic ectodermal 
dysplasia: a clinical report (Ramos et al). 1995;74:329-31 
Education 
Research and education. 1995;74:60-109, 181-97, 284-304, 380- 
407, 521-41, 644-54 


A comparison of the effects of group function and canine guid- 
ance interocclusal device on masseter muscle electromyo- 
graphic activity in normal subjects (Borromeo et al). 1995; 
74:174-80 

Masseter muscle activity in denture wearers with superior and 
poor masticatory performance (Garrett et al). 1995;74:628-36 

Electron microscopy; see Microscopy, electron, scanning 

Bond strength, interfacial characterization, and fracture sur- 
face analysis for a new stress-breaking bonding agent (Stani- 
nec et al). 1995;74:469-75 

Enamel wear caused by three different restorative materials 
(Hudson et al). 1995;74:647-54 

Endodontics 

Comparison of the torsional forces at failure for seven endodon- 

tic post systems (Cohen et al). 1995;74:350-7 
Endotoxins 

Porphyromonas gingivalis lipopolysaccharide affinity for two 

casting alloys (Knoernschild et al). 1995;74:33-8 
Epidermoid carcinoma; see Carcinoma, squamous cell 


Epoxy resins 
Comparison of transverse strength and dimensional variations 
between die stone, die epoxy resin, and die polyurethane resin 
(Derrien and Sturtz). 1995;74:569-74 
Evaluation of detail reproduction for three die materials by us- 
ing scanning electron microscopy and two-dimensional pro- 
filometry (Derrien and Le Menn). 1995;74:1-7 
Esthetics 
Esthetic consideration of a labial bar major connector (Ansari). 
1995;74:321-2 (Tips) 
Restoring gingival harmony around single tooth implants 
(Reikie). 1995;74:47-50 
Extraoral traction 
The use of modified ear face-bow in restoration of orbital defects 
(Zaki et al). 1995;74:553 (Tips) 


F 
Face-bow; see Extraoral traction-appliances 
Facial prosthesis; see Maxillofacial prosthetics 
Ferric compounds 
Halothane and rouge: an alternative to chloroform and rouge as 
a disclosing medium (Evans). 1995;74:209-11 (Tips) 
Food 
Association between the interarch distance and food bolus size 
in the early phase of mastication (Daet et al). 1995;74:367-72 
Fractures 
Influence of saliva contamination and abrasion on resin to tin- 
plated alloy bond strengths (Sneesby and Meiers). 1995;74: 
100-5 
A new procedure to reinforce fixed provisional restorations 
(Hazelton and Brudvik). 1995;74:110-3 
Quick repair of fractured complete denture anterior tooth with 
light-cured composites (Ansari). 1995;74:657 (Tips) 
Relative fracture toughness and hardness of new dental ceram- 
ics (Seghi et al). 1995;74:145-50 
Repair of posterior base of a maxillary complete denture by use 
of a cast of stone and resilient material (Lee and Morgano). 
1995;74:546-8 
Replacement of maxillary and mandibular molars with single 
endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 


G 
Gingiva 
Restoring gingival harmony around single tooth implants 
(Reikie). 1995;74:47-50 
Gingival recession 
Gingival recession related to removable partial dentures in 
older patients (Wright and Hellyer). 1995;74:602-7 
Glass ionomer cements 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 
In vivo marginal adaptation of cast crowns luted with different 
cements (White et al). 1995;74:25-32 ; 
Seating accuracy and fracture strength of vented and non- 
vented ceramic crowns luted with three cements (Clark et al). 
1995;74:18-24 


Surface characteristics of polyether and addition silicone im- 
pression materials after long-term disinfection (Lepe et al). 
1995;74:181-6 

Gold alloys 

Deflection fatigue of cobalt-chromium, titanium, and gold alloy 

cast denture clasp (Vallittu and Kokkonen). 1995;74:412-9 
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Enamel wear caused by three different restorative materials 
(Hudson et al). 1995;74:647-54 
Influence of saliva contamination and abrasion on resin to tin- 
plated alloy bond strengths (Sneesby and Meiers). 1995;74: 
100-5 
Mechanical properties of laser-welded cast and wrought tita- 
nium (Berg et al). 1995;74:250-7 
Greater New York Academy of Prosthodontics 
A survey of tempor 
Greater New York Academy of Prosthodontics (Arbree et al). 
1995;74:512-6 
Guided tissue regeneration 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American Acad- 
emy of Restorative Dentistry (Jendresen et al). 1995;74: 
60-99 


H 
Halothane 
Halothane and rouge: an alternative to chloroform and rouge as 
a disclosing medium (Evans). 1995;74:209-11 (Tips) 
Hearing loss 
Organization, appointment planning, and surgery design in the 
treatment of the older patient (Hoad-Reddick). 1995;74:364-6 
Hydrocolloids 
A comparison of three methods for preparing reversible hy- 
drocolloid duplicating material (Wilhelm et al). 1995;74: 
557-62 
The effect of pH changes at the impression-stone cast interface 
during setting (Anastassiadou et al). 1995;74:404-7 
Hydrogen-ion concentration 
The effect of pH changes at the impression-stone cast interface 
during setting (Anastassiadou et al). 1995;74:404-7 
Hydrostatic pressure 
Measurement of hydrostatic pressures during simulated post 
cementation (Morando et al). 1995;74:586-90 
Hygiene 
Gingival recession related to removable partial dentures in 
older patients (Wright and Hellyer). 1995;74:602-7 
Hygiene procedures for implant-retained facial prostheses (Re- 
isberg and Habakuk). 1995;74:499-502 
Hypohidrotic ectodermal dysplasia 
Complete dentures for a child with hypohidrotic ectodermal 
dysplasia: a clinical report (Ramos et al). 1995;74:329-31 


I 
Implantation, endosseous 

Geometric comparison of five interchangeable implant pros- 
thetic retaining screws (Jaarda et al). 1995;74:373-9 

Hygiene procedures for implant-retained facial prostheses (Re- 
isberg and Habakuk). 1995;74:499-502 

Replacement of maxillary and mandibular molars with single 
endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 

Swing-lock design considerations for obturator frameworks 
(Parr and Gardner). 1995;74:503-11 

Implants 

The accuracy of a high-precision digitizer for CAD/CAM of 
crowns (Persson et al). 1995;74:223-9 

Adhesion of denture tooth porcelain to heat-polymerized den- 
ture resin (Marchack et al). 1995;74:242-9 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 

A bonded provisional fixed prosthesis to be worn after implant 
surgery (Breeding and Dixon). 1995;74:114-6 (Tips) 


Comparison of screw loosening, rotation, and deflection among 
three implant designs (Dixon et al). 1995;74:270-8 

Comparison of two-dimensional orthoradially reformatted com- 
puted tomography and panoramic radiography for dental im- 
plant treatment planning (Lam et al). 1995;74:42-6 

Dental implants. 1995;74:42-59, 162-73, 270-8, 373-9, 482-511, 
608-18 

Direct impression coping for an implant system (El Haje). 1995; 
74:434-5 (Tips) 

A dual-purpose, implant stent made from a provisional fixed 
partial denture (Stellino et al). 1995;74:212-4 (Tips) 

Factors to consider in selecting an occlusal concept for patients 
with implants in the edentulous mandible (Wismeijer et al). 
1995;74:380-4 

Food and Drug Administration requirements for dental im- 
plants (Eckert). 1995;74:162-8 

Functional outcome of an implant-retained edentulous man- 
dibular resection prosthesis: a clinical report (Marunick et al). 
1995;74:441-5 

Geometric comparison of five interchangeable implant pros- 
thetic retaining screws (Jaarda et al). 1995;74:373-9 

Hygiene procedures for implant-retained facial prostheses (Re- 
isberg and Habakuk). 1995;74:499-502 

Implant stability related to insertion torque force and bone 
density: an in vitro study (Tricio et al). 1995;74:608-12 

In vitro changes in clips and bars used to retain implant over- 
dentures (Walton and Ruse). 1995;74:482-6 

Mechanical considerations for the implant tooth-supported 
fixed partial denture (Breeding et al). 1995;74:487-92 

Nutritional adequacy of reported intake of edentulous subjects 
treated with new conventional or implant-supported man- 
dibular dentures (Sebring et al). 1995;74:358-63 

Prosthodontic treatment of patients receiving implants by pre- 
doctoral students: five-year follow-up with the IMZ system 
(Cummings and Arbree). 1995;74:56-9 

Replacement of maxillary and mandibular molars with single 
endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 

Restoring gingival harmony around single tooth implants 
(Reikie). 1995;74:47-50 

Simplified one-step procedure for making impressions and jaw 
relation records of implant-supported reconstruction (Kakar). 
1995;74:314-5 (Tips) 

Stereo laser-welded titanium implant frameworks: clinical and 
laboratory procedures with a summary of 1-year clinical tri- 
als (Rubenstein). 1995;74:284-93 

Impression materials 

Bond strength of two nonaqueous elastomeric impression ma- 
terials bonded to two thermoplastic resin tray materials 
(Payne and Pereira). 1995;74:563-8 

Comparison of the dimensional accuracy of one- and two-step 
techniques with the use of putty/wash addition silicone 
impression materials (Idris et al). 1995;74:535-41 

A comparison of three wetting agents used to facilitate the 
pouring of dies (Millar et al). 1995;74:341-4 

A direct method for fabricating tongue-shielding stent (Wang 
and Olmsted). 1995;74:171-3 

The effect of tray material and surface condition on the shear 
bond strength of impression materials (Wang et al). 1995;74: 
449-54 

An in vivo investigation of seating and removal forces associated 
with recording impressions in dentate patients (Sotiriou and 
Hobkirk). 1995;74:455-62 

Reliability of antagonistic arch impression in dental prostheses: 
clinical evaluation of different preimpression preparation 
procedures (Scotti et al). 1995;74:127-32 


pression materials after long-term disinfection (Lepe et al). 
1995;74:181-6 

Synthetic casting tape as a facial impression tray material 
(Saunders and Hansen). 1995;74:169-70 


technique 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 

Comparison of the dimensional accuracy of one- and two-step 
techniques with the use of putty/wash addition silicone 
impression materials (Idris et al). 1995;74:535-41 

A comparison of three wetting agents used to facilitate the 
pouring of dies (Millar et al). 1995;74:341-4 

Direct impression coping for an implant system (El Haje). 
1995;74:434-5 (Tips) 

An in vivo investigation of seating and removal forces associated 
with recording impressions in dentate patients (Sotiriou and 
Hobkirk). 1995;74:455-62 

Method for determining the proper vertical height of the wax 
occlusion rims in the laboratory (Bissasu). 1995;74:549-50 
(Tips) 

A method to position replacement dies accurately on a fixed 
partial denture master working cast (Hochstedler and El- 
liott). 1995;74:198-201 

Simplified one-step procedure for making impressions and jaw 
relation records of implant-supported reconstruction (Kakar). 
1995;74:314-5 (Tips) 

system 

Prosthodontic treatment of patients receiving implants by pre- 
doctoral students: five-year follow-up with the IMZ system 
(Cummings and Arbree). 1995;74:56-9 

In-Ceram ceramic 

Dimensional and formation analysis of a restorative ceramic 

and how it works (Campbell et al). 1995;74:332-40 
Inert gases; see Noble gases 
Infrared rays 

Joining titanium materials with tungsten inert gas welding, la- 
ser welding, and infrared brazing (Wang and Welsch). 
1995;74:521-30 


A clinical evaluation of porcelain inlays (Isidor and Bréndum). 
1995;74:140-4 
Instruments 
In vitro changes in clips and bars used to retain implant over- 
dentures (Walton and Ruse). 1995;74:482-6 
Intramobile elements 
Prosthodontic treatment of patients receiving implants by pre- 
doctoral students: five-year follow-up with the IMZ system 
(Cummings and Arbree). 1995;74:56-9 


J 
Jaw 

Association between the interarch distance and food bolus size 
in the early phase of mastication (Daet et al). 1995;74:367-72 

Jaw, edentulous 
Factors to consider in selecting an occlusal concept for patients 
with implants in the edentulous mandible (Wismeijer et al). 

1995;74:380-4 
Functional outcome of an implant-retained edentulous man- 
dibular resection prosthesis: a clinical report (Marunick et al). 

1995;74:441-5 
Nutritional adequacy of reported intake of edentulous subjects 
treated with new conventional or impl pported man- 
dibular dentures (Sebring et al). 1995;74:358-63 


Jaw relation record 
Simplified one-step procedure for making impressions and jaw 
relation records of implant-supported reconstruction (Kakar). 
1995;74:314-5 (Tips) 


L 
Labial bar major connector 
Esthetic consideration of a labial bar major connector (Ansari). 
1995;74:321-2 (Tips) 
Lasers 
Joining titanium materials with tungsten inert gas welding, la- 
ser welding, and infrared brazing (Wang and Welsch). 1995; 
74:521-30 
Mechanical of laser-welded cast and wrought tita- 
nium (Berg et al). 1995;74:250-7 
Stereo laser-welded titanium implant frameworks: clinical and 
laboratory procedures with a summary of 1-year clinical tri- 
als (Rubenstein). 1995;74:284-93 


Comparison of three methods of critical evaluation of microleak- 
age along restorative interfaces (Gwinnett et al). 1995;74: 
575-85 

Macromolecular leakage beneath full cast crowns. Part I: the 
diffusion of lipopolysaccharide and dextran (Coleman). 
1995;74:187-97 

Letters 
Letters. 1995;74:554 
Light 

Transverse bond strength of repaired acrylic resin strips and 
temperature rise of dentures relined with VLC reline resin 
(Lewinstein et al). 1995;74:392-9 


Macromolecular leakage beneath full cast crowns. Part I: the 
diffusion of lipopolysaccharide and dextran (Coleman). 
1995;74:187-97 

Porphyromonas gingivalis lipopolysaccharide affinity for two 
casting alloys (Knoernschild et al). 1995;74:33-8 

Luting agents 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American Acad- 
emy of Restorative Dentistry (Jendresen et al). 1995;74: 
60-99 

A clinical evaluation of porcelain inlays (Isidor and Bréndum). 
1995;74:140-4 

In vivo marginal adaptation of cast crowns luted with different 
cements (White et al). 1995;74:25-32 

Measurement of hydrostatic pressures during simulated post 
cementation (Morando et al). 1995;74:586-90 

Seating accuracy and fracture strength of vented and non- 
vented ceramic crowns luted with three cements (Clark et al). 
1995;74:18-24 


M 
Macromolecular systems 
Macromolecular leakage beneath full cast crowns. Part I: the 
diffusion of lipopolysaccharide and dextran (Coleman). 1995; 
74:187-97 
Magnetics 
Retentive characteristics of different dental magnetic systems 
(Akaltan and Can). 1995;74:422-7 
The safety of dental mini-magnets in patients with permanent 
cardiac pacemakers (Hiller et al). 1995;74:420-1 
Mandible 
Factors to consider in selecting an occlusal concept for patients 
with implants in the edentulous mandible (Wismeijer et al). 
1995;74:380-4 
Replacement of maxillary and mandibular molars with single 
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endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 
Mandibular neoplasms 
The surgical and prosthetic treatment of a central epidermoid 
carcinoma of the mandible: a clinical report (Nielsen and 
Poulsen). 1995;74:446-8 
Mandibular prosthesis 
Functional outcome of an implant-retained edentulous man- 
dibular resection prosthesis: a clinical report (Marunick et al). 
1995;74:441-5 
Nutritional adequacy of reported intake of edentulous subjects 
treated with new conventional or implant-supported man- 
dibular dentures (Sebring et al). 1995;74:358-63 
Masseter muscle 
A comparison of the effects of group function and canine guid- 
ance interocclusal device on masseter muscle electromyo- 
graphic activity in normal subjects (Borromeo et al). 1995; 
74:174-80 
Masseter muscle activity in denture wearers with superior and 
poor masticatory performance (Garrett et al). 1995;74:628-36 
Mastication 
Association between the interarch distance and food bolus size 
in the early phase of mastication (Daet et al). 1995;74:367-72 
Masseter muscle activity in denture wearers with superior 
and poor masticatory performance (Garrett et al). 1995;74: 
628-36 
A review of masticatory ability and efficiency (Boretti et al). 
1995;74:400-3 
Masticatory muscles 
Pilot study of the heterogeneous patterns of masticatory mus- 
cle coordination in nonpatient population (Mushimoto et al). 
1995;74:637-43 
Maxilla 
Effects of groove placement on retention/resistance of maxillary 
anterior resin-bonded retainers (Saad et al). 1995;74:133-9 
Heat-cured silicone bimaxillary mouthguard (Milward and 
Jagger). 1995;74:432-3 
Replacement of maxillary and mandibular molars with single 
endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 
Maxillofacial i 
Color stability of facial prostheses (Lemon et al). 1995;74:613-8 
Hygiene procedures for implant-retained facial prostheses (Re- 
isberg and Habakuk). 1995;74:499-502 
Maxillofacial prosthetics. 1995;74:42-59, 162-73, 270-8, 373-9, 
482-511, 608-18 
Swing-lock design considerations for obturator frameworks 
(Parr and Gardner). 1995;74:503-11 
Metal ceramic alloys 
Effect of two opaquing techniques and two metal surface condi- 
tions on metal-ceramic bond strength (Rake et al). 1995;74: 
8-17 
Effects of firing cycle and surface finishing on the distortion of 
metal ceramic castings (Campbell et al). 1995;74:476-81 
Metals 
A comparison of water temperatures for thermocycling of met- 
al-bonded resin specimens (Tanaka et al). 1995;74:345-9 
Methyl! methacrylates 
Thermoforming polymethyl methacrylate (Jagger and Okdeh). 
1995;74:542-5 
Microscopy, electron, scanning 
Complete dentures for a child with hypohidrotic ectodermal 
dysplasia: a clinical report (Ramos et al). 1995;74:329-31 
Dimensional and formation analysis of a restorative ceramic 
and how it works (Campbell et al). 1995;74:332-40 
Evaluation of detail reproduction for three die materials by us- 


ing scanning electron microscopy and two-dimensional pro- 
filometry (Derrien and Le Menn). 1995;74:1-7 
Microwaves 
A comparison of three methods for preparing reversible hydro- 
colloid duplicating material (Wilhelm et al). 1995;74:557-62 


Replacement of maxillary and mandibular molars with single 
endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 

Mouth, edentulous 

An in vivo investigation of seating and removal forces associated 
with recording impressions in dentate patients (Sotiriou and 
Hobkirk). 1995;74:455-62 

Nutritional adequacy of reported intake of edentulous subjects 
treated with new conventional or implant-supported man- 
dibular dentures (Sebring et al). 1995;74:358-63 

Mouth protectors 

Heat-cured silicone bimaxillary mouthguard (Milward and 

Jagger). 1995;74:432-3 


N 
Noble gases 
Joining titanium materials with tungsten inert gas welding, la- 
ser welding, and infrared brazing (Wang and Welsch). 1995; 
74:521-30 
Nutrition 
Nutritional adequacy of reported intake of edentulous subjects 
treated with new conventional or implant-supported man- 
dibular dentures (Sebring et al). 1995;74:358-63 


Oo 
Obturators 
Swing-lock design considerations for obturator frameworks 
(Parr and Gardner). 1995;74:503-11 
Occlusion 
Computer simulation of occlusal discrepancies resulting from 
different mounting techniques (Piehslinger et al). 1995;74: 
279-83 
Factors to consider in selecting an occlusal concept for patients 
with implants in the edentulous mandible (Wismeijer et al). 
1995;74:380-4 
Method for determining the proper vertical height of the wax 
occlusion rims in the laboratory (Bissasu). 1995;74:549-50 
(Tips) 
New definition for relating occlusion to varying conditions of the 
temporomandibular joint (Dawson). 1995;74:619-27 
Study of the acceptability of lateral interocclusal records by a 
modular articulator (Abdullah). 1995;74:408-11 
A time-saving method for performing a clinical remount proce- 
dure with complete dentures (Hochstedler and Shannon). 
1995;74:39-41 
Occlusion, balanced 
A comparison of the effects of group function and canine guid- 
ance interocclusal device on masseter muscle electromyo- 
graphic activity in normal subjects (Borromeo et al). 1995;74: 
174-80 
techniques 
Effect of two opaquing techniques and two metal surface condi- 
tions on metal-ceramic bond strength (Rake et al). 1995; 
74:8-17 
Operative dentistry 
Fixed prosthodontics and operative dentistry. 1995;74:1-38, 
127-55, 219-34, 332-57, 449-81 
Oral hygiene 
Gingival recession related to removable partial dentures in 
older patients (Wright and Hellyer). 1995;74:602-7 


™ | 


Hygiene procedures for implant-retained facial prostheses (Re- 
isberg and Habakuk). 1995;74:499-502 
Orbital defects 
The use of modified ear face-bow in restoration of orbital defects 
(Zaki et al). 1995;74:553 (Tips) 


O-ring 
O-ring coping attachments for removable partial dentures (Lee 
et al). 1995;74:235-41 


Pacemaker, artificial 
The safety of dental mini-magnets in patients with permanent 
cardiac pacemakers (Hiller et al). 1995;74:420-1 
Periodontal diseases 
Gingival recession related to removable partial dentures in 
older patients (Wright and Hellyer). 1995;74:602-7 
Periodontics 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 


ing from ultraviolet light exposure (Beatty et al). 1995;74: 
493-8 


techniques 
Comparison of two-dimensional orthoradially reformatted com- 
puted tomography and panoramic radiography for dental im- 
plant treatment planning (Lam et al). 1995;74:42-6 


Plaque 
Adsorption of salivary proteins onto prosthetic titanium com- 
ponents (Kohavi et al). 1995;74:531-4 
Platelet-derived growth factor 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 
Polymethy] methacrylate; see Methyl methacrylates 
Polyurethane 


Comparison of transverse strength and dimensional variations 
between die stone, die epoxy resin, and die polyurethane resin 
(Derrien and Sturtz). 1995;74:569-74 

Evaluation of detail reproduction for three die materials by us- 
ing scanning electron microscopy and two-dimensional pro- 
filometry (Derrien and Le Menn). 1995;74:1-7 


Polyvinyls 
A direct method for fabricating tongue-shielding stent (Wang 
and Olmsted). 1995;74:171-3 
The effect of tray material and surface condition on the shear 
bond strength of impression materials (Wang et al). 1995; 
74:449-54 
Porcelain 
Adhesion of denture tooth porcelain to heat-polymerized den- 
ture resin (Marchack et al). 1995;74:242-9 
A clinical evaluation of porcelain inlays (Isidor and Bréndum). 
1995;74:140-4 
Effect of two opaquing techniques and two metal surface condi- 
tions on metal-ceramic bond strength (Rake et al). 1995; 
74:8-17 
Enamel wear caused by three different restorative materials 
(Hudson et al). 1995;74:647-54 
Porphyromonas gingivalis 
Porphyromonas gingivalis lipopolysaccharide affinity for two 
casting alloys (Knoernschild et al). 1995;74:33-8 


Post and core technique 
Comparison of the torsional forces at failure for seven endodon- 


tic post systems (Cohen et al). 1995;74:350-7 
A fast and efficient method for cast core provisional restoration of 
anterior teeth (Dylina and Rutherford). 1995;74:319-20 (Tips) 
In vitro shear strength of bonded amalgam cores with and 
without pins (Lo et al). 1995;74:385-91 
Measurement of hydrostatic pressures during simulated post 
cementation (Morando et al). 1995;74:586-90 
Preventive dentistry 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 
Prosthesis coloring 
Color changes in dry-pigmented maxillofacial elastomer result- 
ing from ultraviolet light exposure (Beatty et al). 1995;74: 
493-8 
Controlling coloration for titanium restorations (Wang). 1995; 
74:206-8 (Tips) 
Prosthesis repair 
Repair of posterior base of a maxillary complete denture by use 
of a cast of stone and resilient material (Lee and Morgano). 
1995;74:546-8 
Prosthodontics 
The accuracy of a high-precision digitizer for CAD/CAM of 
crowns (Persson et al). 1995;74:223-9 
O-ring coping attachments for removable partial dentures (Lee 
et al). 1995;74:235-41 
Protective devices 
A direct method for fabricating tongue-shielding stent (Wang 
and Olmsted). 1995;74:171-3 
Pulp 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 


R 
Radiation protection 
A direct method for fabricating tongue-shielding stent (Wang 
and Olmsted). 1995;74:171-3 
Radiography, panoramic 
Comparison of two-dimensional orthoradially reformatted com- 
puted tomography and panoramic radiography for dental im- 
plant treatment planning (Lam et al). 1995;74:42-6 
Radiotherapy 
A direct method for fabricating tongue-shielding stent (Wang 
and Olmsted). 1995;74:171-3 
Reader’s round table 
Letters. 1995;74:554 
Remounting 
A time-saving method for performing a clinical remount proce- 
dure with complete dentures (Hochstedler and Shannon). 
1995;74:39-41 
Removable prosthodontics 
Removable prosthodontics. 1995;74:39-41, 156-61, 235-69, 358- 
72, 591-607 


techniques 
Evaluation of detail reproduction for three die materials by us- 
ing scanning electron microscopy and two-dimensional pro- 
filometry (Derrien and Le Menn). 1995;74:1-7 
Research and education 
Research and education. 1995;74:60-109, 181-97, 284-304, 380- 
407, 521-41, 644-54 
Resins 
Adhesion of denture tooth porcelain to heat-polymerized den- 
ture resin (Marchack et al). 1995;74:242-9 
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Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American Acad- 
emy of Restorative Dentistry (Jendresen et al). 1995;74: 
60-99 

Bond strength of an adhesive resin system with various dental 
substrates (Triolo et al). 1995;74:463-8 

Bond strength of two nonaqueous elastomeric impression ma- 
terials bonded to two thermoplastic resin tray materials 
(Payne and Pereira). 1995;74:563-8 

Comparison of transverse strength and dimensional variations 
between die stone, die epoxy resin, and die polyurethane resin 
(Derrien and Sturtz). 1995;74:569-74 

A comparison of water temperatures for thermocycling of met- 
al-bonded resin specimens (Tanaka et al). 1995;74:345-9 

The effect of tray material and surface condition on the shear 
bond strength of impression materials (Wang et al). 1995; 
74:449-54 

Effects of two resin adhesives on mechanical properties of set 
amalgam (Millstein and Naguib). 1995;74:106-9 

Enamel wear caused by three different restorative materials 
(Hudson et al). 1995;74:647-54 

Evaluation of detail reproduction for three die materials by us- 
ing scanning electron microscopy and two-dimensional pro- 
filometry (Derrien and Le Menn). 1995;74:1-7 

Finite element analysis of stress distribution at the tooth-den- 
ture base interface of acrylic resin teeth debonding from the 
denture base (Darbar et al). 1995;74:591-4 

In vivo marginal adaptation of cast crowns luted with different 
cements (White et al). 1995;74:25-32 

In-depth disinfection of acrylic resins (Chau et al). 1995; 
74:309-13 

Influence of saliva contamination and abrasion on resin to tin- 
plated alloy bond strengths (Sneesby and Meiers). 1995;74: 
100-5 

Quick repair of fractured complete denture anterior tooth with 
light-cured composites (Ansari). 1995;74:657 (Tips) 

Relationship between sandblasting and composite resin- 
alloy bond strength by a silica coating (Mukai et al). 1995;74: 
151-5 

Transverse bond strength of repaired acrylic resin strips and 
temperature rise of dentures relined with VLC reline resin 
(Lewinstein et al). 1995;74:392-9 

Use of acrylic resin copings as adjuncts for groove placement 
during tooth preparation (Bohnenkamp and Garcia). 1995; 
74:316-8 (Tips) 

Restoration, permanent 

Comparison of three methods of critical evaluation of microleak- 
age along restorative interfaces (Gwinnett et al). 1995; 
74:575-85 

Controlling coloration for titanium restorations (Wang). 1995; 
74:206-8 (Tips) 

Copper band matrix for large class V amalgam restorations 
(Alperstein). 1995;74:305-8 

Effects of firing cycle and surface finishing on the distortion of 
metal ceramic castings (Campbell et al). 1995;74:476-81 

Replacement of maxillary and mandibular molars with single 
endosseous implant restorations: a retrospective study (Beck- 
er and Becker). 1995;74:51-5 

Secondary caries around amalgam restorations (Pimenta et al). 
1995;74:219-22 

Restoration, temporary 

Controlling coloration for titanium restorations (Wang). 
1995;74:206-8 (Tips) 

A fast and efficient method for cast core provisional restoration 
of anterior teeth (Dylina and Rutherford). 1995;74:319-20 
(Tips) 


Retention 

Geometric comparison of five interchangeable implant pros- 
thetic retaining screws (Jaarda et al). 1995;74:373-9 

In vitro changes in clips and bars used to retain implant over- 
dentures (Walton and Ruse). 1995;74:482-6 

A new procedure to reinforce fixed provisional restorations 
(Hazelton and Brudvik). 1995;74:110-3 

O-ring coping attachments for removable partial dentures (Lee 
et al). 1995;74:235-41 

Retentive characteristics of different dental magnetic systems 
(Akaltan and Can). 1995;74:422-7 

Toothpaste used as short-acting denture adhesive (Stevenson). 
1995;74:119 (Tips) 

Rubber 

Bond strength of two nonaqueous elastomeric impression ma- 
terials bonded to two thermoplastic resin tray materials 
(Payne and Pereira). 1995;74:563-8 

Color changes in dry-pigmented maxillofacial elastomer result- 
ing from ultraviolet light exposure (Beatty et al). 1995; 
74:493-8 


Saliva 
Influence of saliva contamination and abrasion on resin to tin- 
plated alloy bond strengths (Sneesby and Meiers). 1995; 
74:100-5 
Salivary proteins 
Adsorption of salivary proteins onto prosthetic titanium com- 
ponents (Kohavi et al). 1995;74:531-4 
Sandblasti 
Relationship between sandblasting and composite resin-alloy 
bond strength by a silica coating (Mukai et al). 1995;74:151-5 
Scanning electron microscopy; see Microscopy, electron, 


Screws 
Comparison of screw loosening, rotation, and deflection among 
three implant designs (Dixon et al). 1995;74:270-8 
Geometric comparison of five interchangeable implant pros- 
thetic retaining screws (Jaarda et al). 1995;74:373-9 
Silica; see Silicon dioxide 
Silicon dioxide 
Comparison of transverse strength and dimensional variations 
between die stone, die epoxy resin, and die polyurethane resin 
(Derrien and Sturtz). 1995;74:569-74 
Relationship between sandblasting and composite resin-alloy 
bond strength by a silica coating (Mukai et al). 1995;74:151-5 
Silicones 
Comparison of the dimensional accuracy of one- and two-step 
techniques with the use of putty/wash addition silicone 
impression materials (Idris et al). 1995;74:535-41 
Heat-cured silicone bimaxillary mouthguard (Milward and 
Jagger). 1995;74:432-3 
Surface characteristics of polyether and addition silicone im- 
pression materials after long-term disinfection (Lepe et al). 
1995;74:181-6 


A direct method for fabricating tongue-shielding stent (Wang 
and Olmsted). 1995;74:171-3 
A dual-purpose, implant stent made from a provisional fixed 
partial denture (Stellino et al). 1995;74:212-4 (Tips) 
Stone, artificial; see Calcium sulfate 
Students 
Prosthodontic treatment of patients receiving implants by pre- 
doctoral students: five-year follow-up with the IMZ system 
(Cummings and Arbree). 1995;74:56-9 
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Surface-active agents 
A comparison of three wetting agents used to facilitate the 
pouring of dies (Millar et al). 1995;74:341-4 
Surgery, plastic 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 
Swing-lock 
The modified swing-lock: a new approach (Sadig and Fahmi). 
1995;74:428-31 
Swing-lock design considerations for obturator frameworks 
(Parr and Gardner). 1995;74:503-11 


T 


Dental technology. 1995;74:110-3, 198-201, 305-13, 408-33, 542-8 
Temporomandibular joint 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1995;74:60-99 

Collagen type in dysfunctional temporomandibular joint disks 
(Gage et al). 1995;74:517-20 

New definition for relating occlusion to varying conditions of the 
temporomandibular joint (Dawson). 1995;74:619-27 

Pilot study of the heterogeneous patterns of masticatory mus- 
cle coordination in nonpatient population (Mushimoto et al). 
1995;74:637-43 

A survey of temporomandibular disorder conducted by the 
Greater New York Academy of Prosthodontics (Arbree et al). 
1995;74:512-6 


Tensile strength 

Bond strength, interfacial characterization, and fracture sur- 
face analysis for a new stress-breaking bonding agent (Stani- 
nec et al). 1995;74:469-75 

A comparison of three methods for preparing reversible hy- 
drocolloid duplicating material (Wilhelm et al). 1995;74: 
557-62 

Effects of two resin adhesives on mechanical properties of set 
amalgam (Millstein and Naguib). 1995;74:106-9 

Mechanical properties of laser-welded cast and wrought tita- 
nium (Berg et al). 1995;74:250-7 

Tensile bond strength of a composite resin cement for bonded 
prosthesis to various dental alloys (Rubo and Pegoraro). 
1995;74:230-4 


cling 

A comparison of water temperatures for thermocycling of met- 

al-bonded resin specimens (Tanaka et al). 1995;74:345-9 
Thermoforming 

Thermoforming polymethyl methacrylate (Jagger and Okdeh). 

1995;74:542-5 
materials 

Bond strength of two nonaqueous elastomeric impression ma- 
terials bonded to two thermoplastic resin tray materials 
(Payne and Pereira). 1995;74:563-8 


Influence of saliva contamination and abrasion on resin to tin- 
plated alloy bond strengths (Sneesby and Meiers). 1995; 
74:100-5 

Tips from readers 

Tips from our readers. 1995;74:114-9, 202-14, 314-22, 434-5, 

549-53, 655-7 
Titanium 


Adsorption of salivary proteins onto prosthetic titanium com- 


ponents (Kohavi et al). 1995;74:531-4 


Deflection fatigue of cobalt-chromium, titanium, and gold 
alloy cast denture clasp (Vallittu and Kokkonen). 1995;74: 
412-9 
Joining titanium materials with tungsten inert gas welding, la- 
ser welding, and infrared brazing (Wang and Welsch). 1995; 
74:521-30 

Mechanical properties of laser-welded cast and wrought tita- 
nium (Berg et al). 1995;74:250-7 

Stereo laser-welded titanium implant frameworks: clinical and 
laboratory procedures with a summary of 1-year clinical tri- 
als (Rubenstein). 1995;74:284-93 

Tomography, x-ray computed 
Comparison of two-dimensional orthoradially reformatted com- 

puted tomography and panoramic radiography for dental im- 
plant treatment planning (Lam et al). 1995;74:42-6 

Tongue 
A direct method for fabricating tongue-shielding stent (Wang 

and Olmsted). 1995;74:171-3 

Tooth, artificial 
Adhesion of denture tooth porcelain to heat-polymerized den- 

ture resin (Marchack et al). 1995;74:242-9 
Twelve-month results of a clinical wear study of three artificial 
tooth materials (Lindquist et al). 1995;74:156-61 

Tooth abrasion 
Influence of saliva contamination and abrasion on resin to tin- 

plated alloy bond strengths (Sneesby and Meiers). 1995; 
74:100-5 

Toothpaste 

Toothpaste used as short-acting denture adhesive (Stevenson). 
1995;74:119 (Tips) 

Torsion 
Comparison of the torsional forces at failure for seven endodon- 

tic post systems (Cohen et al). 1995;74:350-7 

Transverse strength 
Comparison of transverse strength and dimensional variations 

between die stone, die epoxy resin, and die polyurethane resin 
(Derrien and Sturtz). 1995;74:569-74 

Tray 

Bond strength of two nonaqueous elastomeric impression ma- 
terials bonded to two thermoplastic resin tray materials 
(Payne and Pereira). 1995;74:563-8 

The effect of tray material and surface condition on the shear 
bond strength of impression materials (Wang et al). 1995; 
74:449-54 

An in vivo investigation of seating and removal forces associated 
with recording impressions in dentate patients (Sotiriou and 
Hobkirk). 1995;74:455-62 

Method for determining the proper vertical height of the wax 
occlusion rims in the laboratory (Bissasu). 1995;74:549-50 
(Tips) 

Simplified blockout material for custom tray fabrication (Venot). 
1995;74:655-6 (Tips) 

Synthetic casting tape as a facial impression tray material 
(Saunders and Hansen). 1995;74:169-70 

Tungsten compounds 
Joining titanium materials with tungsten inert gas welding, la- 

ser welding, and infrared brazing (Wang and Welsch). 1995; 

74:521-30 


U 
Ultraviolet rays 
Color changes in dry-pigmented maxillofacial elastomer result- 
ing from ultraviolet light exposure (Beatty et al). 1995; 
74:493-8 
Color stability of facial prostheses (Lemon et al). 1995;74:613-8 
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United States Food and Drug Administration 
Food and Drug Administration requirements for dental im- 
plants (Eckert). 1995;74:162-8 


Vv 
Vision disorders 
Organization, appointment planning, and surgery design in the 
treatment of the older patient (Hoad-Reddick). 1995;74:364-6 


WwW 


Method for determining the proper vertical height of the wax 
occlusion rims in the laboratory (Bissasu). 1995;74:549-50 


Mechanical properties of laser-welded cast and wrought tita- 
nium (Berg et al). 1995;74:250-7 


Wettability 
Wettability of denture soft-lining materials (Waters et al). 
1995;74:644-6 
Wetting agents 
A comparison of three wetting agents used to facilitate the 
pouring of dies (Millar et al). 1995;74:341-4 


Zinc phosphate cement 
In vivo marginal adaptation of cast crowns luted with different 
cements (White et al). 1995;74:25-32 
Seating accuracy and fracture strength of vented and non- 
vented ceramic crowns luted with three cements (Clark et al). 
1995;74:18-24 


| 
Waxes 

(Tips) 

Welding 
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